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MEMORANDUM FOR: Deputy Director for Science and Technology 
SUBJECT: System XVII Contract 


l. In the project review board on 10 July the DD/SfcT directed 
that development of System XVII should proceed so as to provide an on 
shelf capabi lity. OSA concurred that monies in the amount of 
I were available for the project. 


2. The original 


proposal for three systems plus 


operating spares and field support for one year was for | 

A new proposal for construction of two flyable systems plus one 
each spare S- and C-band receiver was submitted b>[ 

31 August. A contract was negotiated for 


on 


The terms 


of this contract calls for four recorders costing approximately 
I ~1 to be GFE. With exception of the S- and C-band receivers, 

no spares or field support is included. 


3. Your concurrence to proceed with a go ahead to 
ie requested. 

M/ 


GEORGE C. MILDER 
Assistant Director for ELINT 
Directorate of 
Science and Technology 

CONCURRENCE: 


Deputy Director for Science and Technology 
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